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EA 

EuioAmerfcan 


FROM : 
TO : 
ATTN. : 
OUR REF.: 
DATE 

ALDO MASSAGIIA 

GLENN SUSS 

EA/MAR/0727/95 

07-28-1995 

PRODUCT 

. 

MARLBORO CIGARETTES 

QUANTITY 

« 

• 

200 X 40* CONTAINERS TO BE DIVIDED IN 12’ MONTHS 
PERIOD DELIVERY? 

PACKING 

m 

♦ 

40 * CONTAINER WILL HOLD 900/960 MASTER CASES BY 

50 CARTONS EACH; 

FREIGHT 

• 

» 

CIF ANY PORT IN ALGERIA; 

PRICE 

* 

MAXIMUM USD 196.00 PER MASTER CASE. 

PAYMENT 

* 

• 

BY IRREVOCABLE, TRANSFERABLE AND CONFIRMED L/C, 
SIGNED BY UBS (UNION DE BANK SUISSE), PAYABLE 

ON PRESENTATION OF SHIPPING DOCUMENTS; 

DELIVERY 

» 

♦ 

DATE TO BE DECIDED; 

REMARKS 

• 


NOTES 

4 

4 

CUSTOMER WILL REQUEST CERTIFICATES (LIST OF 
DOCUMENTS WILL FOLLOW YOUR QUOTE), AND SAMPLES. 

REQUIREMENTS : 

SELLER AGREEMENT TO RECOGNIZE EUROAMERICAN IMP- 
EXP., LTD. AS AN INTERMEDIARY BETWEEN HIM AND 
CUSTOMER (CUSTOMER NAME WILL BE PUBLIC AFTER 

YOUR QUOTE AND PRIOR AGREEMENT). 


31n $fcfr' 

EuroAmepican,Imp-Exp., Ltd. 
Aldo Mawsaglia, President 
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